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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 02724 031 659Z 
ACTION OES-07 

INFO OCT-OI EUR-I2 ISO-00 DOEE-00 SOE-02 AID-05 CEA-OI 
CIAE-00 COME-00 DODE-00 EB-08 DOE-15 H-02 INR-IO 
INT-05 L-03 NSAE-00 NSC-05 OMB-OI PM-05 ICA-20 
SP-02 SS-I5 STR-07 TRSE-00 ACDA-12 NRC-07 10-14 
/159 W 

086732 031832Z/46 

P031424ZAPR78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC PRIORITY 5263 
INFO AMEMBASSY VIENNA 

UNCLAS ATHENS 2724 

USIAEA 

DEPARTMENT PLEASE PASS DEPT OP ENERGY 

E.O. 11652: N/A 
TAGS: ENRG, TECH, GR 

SUBJECT: DELAY IN DELIVERY OF HEU FOR GREECE'S RESEARCH REACTOR 

1 . MFA QUERIED US TODAY ABOUT APPARENT DELAY IN DELIVERY OF 
2,465 GRAMS OF HIGHLY ENRICHED URANIUM (HEU) DESTINED FOR 
RESEARCH AND ISOTOPE PRODUCTION REACTOR AT DEMOCRITUS NUCLEAR 
RESEARCH CENTER. DELIVERY TO THE PRENCH PROCESSING PIRM WAS 
SCHEDULED PURSUANT TO THIRD TITLE TRANSFER AGREEMENT SIGNED 
BY GOG, US AND IAEA IN DECEMBER 1977, BUT THE HEU HAS NOT 

YET BEEN RECEIVED. 

2. GOG BELIEVES THAT APPROVAL FOR SHIPMENT BEING DELAYED 
BY ACDA AND REQUESTS EXPLANATION. PLEASE ADVISE. 

MCCLOSKEY 

UNCLASSIFIED 
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